Young Men's Christian Association 

BROADWAY AT THIRD STREET 
LOUISVILLE, KENTUCKY 

• The Y. M. C. A. pool has a newly installed 
modem filtration system which completely cir¬ 
culates its 94,000 gallons of water every seven 
hours. 

• It's great fun to plunge into its pure and 
sparkling water the year around. 

• Life Guard on duty at all times. 

CALL JACKSON 5381 
or write for low membership rates. 
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SWIM FOR FUN AND HEALTH 
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